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99'97 per cent, it behayes as a metallic conductor in possessing a 
negative temperature coefficient. 

Similar phenomena liave been obseryed by Arrhenius in tbe cases 
of moderately dilute solutions of liypophosphorous and pLospboric 
acids, and explained by him by means of tlie ionic dissociation 
bypotbesis. It is pointed out that nitric acid of 96 — 99*97 per cent, 
would ex hypothesi contain few, if any, free ions, and therefore the 
theory would lead to a totally opposite conclusion. 

The results of the experiments are also discussed in relation to the 
hydrate theory of solution, and the illustrative curves in which the 
percentages of acid are taken as abscissas and tbe resistances or con- 
ductivities in mercury units show points of discontinuity markedly 
at percentages corresponding approximately to the composition 
required for the hydrates H]^03,2H20, HN03,H20, 2HN03,H20 
(= HilSTgO?), and less markedly for the hydrate HISrOajlOHsO. 
Further, if the values of <% x 10* and fi X 10^ are referred to molecular 
proportions of water, the minima values of the former and the 
maxima of the latter occur in the cases of 3-07, 1*84, 0*99, and 0*55 
molecular proportions or very approximately HE'O^jSHaO, HN03,2H20, 
HEr03,H20, and 2H]Sr03,H20. Further evidence is thus added by an 
independent method to that already accumulated as to the existence 
of definite combination of nitric acid with water. Finally, it is 
pointed out that if a curve is plotted out in which the molecular 
proportions of water are taken as abscissge and the values for alO* as 
ordinates, there are ascending and descending branches, meeting at 
the points corresponding to the formation of the respective hydrates ; 
the phenomena are compared with those observed by Bakhuis- 
Bdozeboom for the solubility curves of hydrates of ferric chloride 
and by Le OhMelier, as also by Heycock and ISTeville for the freezing 
point of alloys. 



" On the Refractivities of Air, Oxygen, Nitrogen, Argon, 
Hydrogen, and Helium." By Professor William Eamsay, 
Ph.D., LL.D., So.D., F.E.S., and Morris W. Travers, 
B.Sc. Received November 18,—Read December 9, 1897. 

In the course of a research on the nature of helium many measure- 
ments of its refractivity referred to that of air as unity were made 
by means of an apparatus similar to that described by Lord Rayleigh.* 
Inasmuch as the refractivity of heliDm is very small it was not found 
convenient to measure its value directly against air ; hence it was 
compared with hydrogen, and hydrogen was compared with air. 

* * Proceedings,' vol. 59, p. 203. 
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And as a check on these measurements, the hydrogen was compared 
with oxygen and subsequently with nitrogen free from argon. It 
was noticed, after some of these experiments had been made, that the 
ref ractivity of air could not be accurately calculated from the given 
data for oxygen, nitrogen, and argon ; and it appeared therefore 
worth while to examine more minutely the refractivity of these gases 
for white light, and to see whether any error could be detected in 
previous measurements. Moreover, as physicists perhaps do not 
always devote sufficient care to the chemical purity of their mate- 
rials, an additional reason was furnished for the inquiry. 

Apparatus. — It will be seen, on consulting Lord Rayleigh's paper, 
that the refractivity is measured in the following manner: — Light 
from a paraffin lamp passes through a fine slit, cut wdtb a razor in 
tin-foil pasted on glass. The beam is made parallel by passage 
through an achromatic plano-convex lens of about 1 foot focal 
length. It then divides ; the upper portion passes through air, andy 
after extraneous light is cut o:ffi by passage through two wide slits, it 
is brought to a focus by a lens similar to the first, and the bands 
produced are viewed by a cylindrical lens of very short focus. The 
lower portion of the beam traverses two tubes, 9 inches long and one- 
quarter of an inch in diameter, placed close together, and closed at 
each end with plates of optically worked glass. Each of these tubes 
contains one of the gases to be examined ; and each is connected with 
a manometer and a movable reservoir ; so that, on raising or lower- 
ing the reservoir, the pressure of the gases can be so adjusted that 
the interference- bands formed in the lower half of the field can be 
accurately brought into line with the stationary bands in the upper 
half. Readings of pressure are taken on both manometers at pres- 
sures not differing greatly from that of the atmosphere; then, on 
lowering the reservoirs, readings on both manometers are taken at 
lower pressures, the bands being again made to coincide in position 
with the upper fiducial bands. The ratio of the refractivities is 
inversely as the differences of pressure in the two gases. The in- 
fiuence of temperature does not appear, for the tubes of the mano^ 
meter lie side by side, and may be regarded as equally affected by 
variations of temperature. 

The accuracy of this method varies with the value of the refrac- 
tivity of the gas. For, if the gas has a low refractivity, then a great 
difference of pressure produces the passage of fewer bands across the 
field than if it has a high one ; and, as the accuracy of reading may 
safely be taken as the twenty-fifth of a band, and as between thirty 
and forty bands passed the field with such gases as oxygen, nitrogen, 
and argon, the error may be taken in such cases as from 1 in 750 to 
i in 1000. 

The tubes containing the gases to be examined were connected 



RefraGtwities of Air^ Oxygen^ Nitrogen^ Argon^ SfG* 227 

with a Topler's pump; an d before admission of gas each tube was 
pumped empty, so that in an attached Pliicker's tube there was 
brilliant phosphorescence. The tubes were then washed out with 
the gases to be admitted, the apparatus again evacuated, and the 
final quantity of gas allowed to enter by a contrivance a description 
of which is to be found in the ' Trans. Chem. Soc.,' vol. 67, p. 686. 

Purity of the Oases. Hydrog en. -^The hydrogen was made by 
warming a tube containing palladium- hydrogen which had been pre- 
pared by admitting hydrogen made from pure zinc and sulphuric 
acid into contact with spongy palladiiim. The tube was pumped 
empty in the cold, and then gently warmed ; it was again allowed to 
cool and again pumped empty. The hydrogen was then collected, 
passing slowly through a tube, filled with phosphoric anhydride, into 
the experimental tube. 

Oxygen. — The oxygen was prepared by heating a small tube con- 
taining potassium permanganate; a large quantity of gas was allowed 
to escape, and a portion was collected finally which served for the 
experiments. 

Nitrogen. — The nitrogen was prepared from a mixture of am- 
monium chloride and sodium nitrite, to which a little copper 
sulphate had been added. The apparatus was exhausted before 
admission of either of the solutions, and before allowing the solu- 
tions to enter they were boiled, and the flasks corked v/hile boiling. 
The gas was passed over red-hot copper ; the ammonia liberated by 
the alkalinity of the nitrite thus reacted with any oxides of nitrogen 
possibly present to form water. The gas was collected, after rejec- 
tion of a considerable portion, in a tube containing oil of vitriol ; it 
was then transferred to a fresh tube, treated with a very strong solu- 
tion of caustic potash, and finally admitted to the apparatus. 

Air. — The air was left standing for some hours in a tube con- 
taining sticks of caustic potash, and was then admitted to the appa- 
ratus through a tube of phosphoric anhydride. 

Experimental Data. — Each gas was compared with air and with 
the other two. Air is in each case taken as unity. 



Hydrogm.--RjAvogBnl.iv 0-4730 ^^^^ _ ^ ^.^^^^ 

Hydrogen/oxygen ... 0'5125 akio- 

0-5125 ^' •• ^'^^^"^ 

Hydrogen/nitrogen . . 0'4654 Ci'A(\^± 

0-4<354 " •• 

Oxygen. — Oxygen/air .,..,.,.. 0*9237 

0-9262 „ .. 0-9243 

0-9230 
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0^2/^6)^.— Oxygen/hydrogen . . . 1-9512 ^^^^ ^ ^ 1-9512 

1*9512 
Oxygen/nitrogen, . . . 0*9090 

0-9122 „ .. 0-9105 

0-9103 

Nitrogen. — Kitrogen/air 1*0153 

1*0171 ,« .. 1-0166 

1-0174 

2-1487 " • • ^'^^^^ 

ISTitrogen /oxygen. . . . 1*1001 

1-0962 „ .. 1*0983 

1*0986 

To these numbers those for argon must be added. The gas was pre- 
pared in the usual manner from air ; and before admitting it into the 
experimental tube it was sparked with oxygen in presence of caustic 
soda for two days. The oxygen was removed with phosphorus, and the 
argon, on its way into the experimental tube, passed oyer phosphorus 
pentoxide ; a Pliicker's tube was sealed to the tube through which it 
entered, so that its spectrum might be observed. It contained no 
visible trace of either hydrogen or nitrogen. 

Argon. — Argon/air 0*9596 

0-9596 Mean , . 0*9596 
0-9598 

Argon/oxygen 1-0350 

1-0348 „ .. 1-0362 

1-0381 

Argon/nitrogen 0*9412 r. q . -, ^ 

0-9419 " *■ 

Placing air in each case equal to unity, and calculating the refrac- 
tivities of the other gases, we obtain the following table : — 

Mefr activities of Gases, Air equal to Unity. 

Tlirougli 

Directly ^ ^ — >, 

compared. Oxygen. ISfifcrogen. Hydrogen. Argon. 

Hydrogen.... 0*4733 0-4737 0-4727 — — 

Oxygen ...... 0-9243 — 09247 0'9237 0*9261 

mtrogen .... 1-0163 1*0155 — 1'0170 1-0191 

Argon 0-9596 0-9577 0*9572 — — 

Carbon dioxide — ■ 1'5316 ■ — ^ — - — 
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It will be seen on inspecting tlie above table that the numbers 
obtained indirectly are in close agreement with those obtained by 
direct comparison with air. 

Taking the value found directly by Mascart for D*, viz. (w— 1)d = 
0*0002923, the value found by him for nitrogen (atmospheric) was 
0*0002972, giving for nitrogen, on the basis air equal to unity, the 
number 1*0178. Mascart did not determine the value for oxygen, 
but calculated it from the above data and fche known composition of 
air. Nor did Lorenz determine the value for nitrogen ; but taking 
his own value for oxygen, viz. (^ — l)i, = 0*000272, and for air (n—l)jy 
■=. 0000291, he deduced it, as Mascart had done for oxygen. So 
that we have no determination of the three constants, or their com- 
parison, by any one observer since Dulong in 1826. It has been 
tacitly assumed that the refractive index for a mixture of gases is 
that of those of their consitnents, taken in the proportion in which 
they occur. We have in our hands a means of verifying this 
assumption, which is well known not to hold for compound gases, 
nor for mixtures of liquids, even though change of density be taken 
into consideration. 

Dulongf gives very careful accounts of the methods he used in 
preparing the samples of gas that he employed. Oxygen, to which 
he ascribed the ref ractivity 0*924, was obtained by heating potassium 
chlorate. His result is identical with ours. Nitrogen was prepared 
from air by absorbing the oxygen with phosphorus, first at a high 
temperature and then in the cold. It was then washed with a solu- 
tion of chlorine, and afterwards with potash. It is difficult to see 
what object was to be gained by washing with chlorine water, unless 
it was the removal of hydrogen. The number he obtained was 1*02, 
somewhat higher than that which we have found. Dulong also 
determined the refractivity of air, and allowing for that of the small 
percentage of carbon dioxide, it is precisely the mean of that of its 
constituents, taken in the proportion in which they are present. 

Returning to the results of Mascart and Lorenz, we have for the 

D lines : — 

Air. Mtrogen. Oxygen. 

Mascart 1 1*0178 — 

Lorenz 1 — 0*9347 

Prom these data of Mascart and Lorenz it is possible to calculate the 
refractivity of air : — 

(1*0178 X 79*1) 4- (0-9347 x 20*9) = 100*15. 

There is reason to doubt the purity of Lorenz's oxygen. He heated 

* The dispersions for these gases are so small as not to affect the ratios of these 
numbers (' Compt. Eend.,' 1874, toI. 78, p. 621). 
t ' Ann. Chim. Phys.,' vol. 31, p. 176, 1826. 
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mercuric oxide, of whicb. lie does not give tlie metliod of preparation ; 
it niay have contained oxides of nitrogen; and for some reason, not 
explained, lie passed the gas through a vacuous porcelain tube, pre- 
sumably red-hot, v\^hich, as recent experiments of Messrs. Bone and 
Jordan have shown/Ms not impervious to furnace gases. Dulong, 
on the other hand, who, as already remarked, prepared his oxygen 
from chlorate, obtained the number 0*924 for white light, coincident 
with our determinations. 

The refractive index of air, calculated from our determinations? 
viz., 

Oxygen 0*9243 

Nitrogen . 1-0163 

Argon 0-9596 

and the densities of the constituent gases,t gives the following 
numbers : — 

(1-0163 X 78-15) + (0-9243 x 20'91) + (0-9596 x 0-94) = 99'653. 

Observers sometimes find the percentage of oxygen in air to be 
about 20'98, or even 21*0. This would hardly aifect the result ; with 
20*96 per cent, of oxygen the calculated refractivity is 99-647, instead 
of 99-653. 

There can be no doubt as to the refractivity of oxygen from our 
ratios, as well as from Dulong's determinations. The question is as 
regards nitrogen. It would require the refractivity of nitrogen to be 
1-208, a number greatly above any of our values, in order that the 
sum of the refractivities of oxygen, nitrogen, and argon should equal 
100. The presence of argon would also make an almost inappreciable 
difference. Taking Mascart's determination of the refractivity of 
atmospheric nitrogen to be correct, that of pure nitrogen would be 
1-0181, instead of 1*0178. And an error in the refractivity of argon 
would also not affect the result, inasmuch as the total amount of 
argon is so small. 

We are thus driven to conclude that the refractivity of the 
mixture, air, is somewhat less than that of the sum of the refrac- 
tivities of its constituents, taken in the proportion in which they 
occur. 

It appeared advisable to try other mixtures ; and a mixture of 
hydrogen and helium was first selected, because these are both very 
" perfect " gases, inasmuch as their critical points lie very low. It 
was to be expected that if a difference between calculated and found 
values should exist, it should be of the inverse character to that of a 

* ' Chem. Soc. Trans.,' 1897, p. 4^2. 

t Argon, ' Phil. Trans.,' A, 1895, p. 202, foot-nofce. 
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mixture of oxygen and nitrogen, for ih.ey are two somewhat " im- 
perfect " gases. The result has borne out this idea. 

A mixture was made of 20*60 c.c. of hydrogen and of 20*12 c.c. of 
helium free from argon, and of the density 1*960; and with the 
refractivity of the mixture those of hydrogen and helium were com- 
pared. Taking the refractivity of the mixture as unity, the follow- 
ing ratios were found : — 

Hydrogen/mixture 1*5977 ^^^^^ 1-5967. 

1*5957 



Helium/ mixture 0*4513 

0*4478 

The calculated values are — 



5' 



0-4495. 



(*04495 X 20-12) __ 
(1-5967 X 20*60) _ 80"87 



40*72 102-99 

Here the calculated value of the refractivity of the mixture isr 
3 per cent, higher than the found value, while with air the calcu- 
lated value is 0-35 per cent, too low. 

A third experiment was made, in wbich the *' artificial air" was a 
mixture of 19*13 c.c. of carbon dioxide with 19*29 c.c. of oxygen, 
both gases supposed to be at 0° and 760 mm. Again, taking the 
refractivity of the mixture as unity we found the following ratios : — 

Carbon dioxide/mixture 1*2450 

Oxygen /mixture 0*7525 



The calculated values are :— 

(1*2450x19-13) 



= 61*99. 



38-42 

(0*7525 X 19-29) _ 37-78 

38*42 "~ 99*77* 

Here, as with air, the total refractivity found is less than that 
calculated. It is true the difference is not great, but we are per- 
suaded that it is real, for it considerably exceeds the error of our 
several determinations. 

The case is not bettered if Lorentz and Lorenz's formula be substi- 
tuted for Gladstone and Dale's. Using their formula, r^^~- 1/^^ + 2, 
the calculated result is 99-72 per cent, of that found for air. 

The coefficient of compressibility of hydrogen is too small, while 
that of other gases, such as oxygen and nitrogen, is too great. The 
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effect of mixing equal volumes of hydrogen and helium, each of 
which has too large a coefficient of elasticity, is to cause each to 
occupy twice the volume that they previously occupied, and to halve 
approximately the pressure for each. The pressui^e is therefore 
lower than it would be for an absolutely ideal gas, for each gas, 
hydrogen and helium. The sum of these pressures will accordingly 
be too low, or transposing, the sum of the volumes will be too great. 
The opposite argument holds for air. 

Now, in considering volumes we deal not merely with the co-volume, 
i.e.^ the space occupied by the molecules, but also with the inter- 
stitial space inhabited by the molecules. But the refractive power, 
if Clausius's deduction from the formula of Lorenz and Lorentz is 
correct, is a function of the dielectric constant, and hence of the 
co-volumes of the gases. And here the discrepancy is more easily 
detected than by any determination of density. It must therefore be 
concluded that gases are not, as postulated by Dal ton, indifferent to 
one another's presence, but that they modify one another's properties 
in the same manner as do liquids, though to a different extent. This 
mutual action at high pressures and small volumes modifies even the 
volume relations, as recently shown by Dr. Kuenen. And it must 
persist at low pressures and large volumes, though it may not always 
be possible to make measurements of pressure and volume accurate 
enough to lead to its detection. The refractivity, however, seems to 
be a means delicate enough to be used for this purpose. 

" On the Openings in the Wall of the Body-cavity of Verte- 
brates." By Edward J. Bles, B.Sc. (Lond.), King's 
College, Cambridge. Communicated by Dr. Hans Gadow, 
F.R.S. Received June 16,— Read June 17, 1897. 

In the review of the vertebrates held in the following pages, I have 
put together as many facts as I could ascertain on the distribution of 
abdominal pores in the various groups, and side by side with this 
evidence I have arranged the available facts recorded by others, and 
observed by myself, on the distribution of nephrostomes and other 
openings on the wall of the abdominal cavity. 

By so doing, the physiological meaning of the abdominal poises has, 
I believe, been elucidated through the evidence of a correlation, speak- 
ing generally, of an alternative character, between these two sets of 
organs. It will further appear that in most of the higher vertebra.tes 
— where abdominal pores do not occur and nephrostomes disappear 
early in development or lose their original connection with the renal 
ducts— the body-cavity has taken upon itself a different functional 
character. Instead of acting as auxiliary to the excretory organs, it 
takes part in the internal work of the circulatory lymphatic system. 



